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battle, 2,600 feet away.   Her deck            was                   Bris-

tol, whose eyes were'so excellent that lie claimed           the

of inquiry in 1901 to have seen everything, and
to have escaped him on the morning of the battle!   Prom 8 A. m.
to noon of July 3d the log-book remarks appear over Ms
tore and give an account of the battle as he saw it with memory
entirely fresh.   Let us see what he said then:

8 A. M. to meridian (12 o'clock). Cloudy to clear. Light "breeze
from north. At 9.35 the enemy's ships were sighted coming out. Sig-
naled 319; went ahead full speed, headed in. Went to quarters and afc
once engaged the enemy, closing in. The ship leading was of the Visoaya
class and the flagship. Four ships came out, evidently the Almirante
Oquendo, Viscaya, Cristobal Colon, and Infanta Maria Teresa. Besides
these there were two torpedo-boat destroyers. These two latter were com-
pelled to run ashore by this ship and the Gloucester. This ship was
warmly engaged with the third in the enemy's column until she ran ashore
on fire. Went ahead for the second, winch engaged with the Oregon. She
sheered in for shore at 11.10, and we opened fire at long fire. A few
moments later she was on fire, and struck her colors running in for the
beach. At 11.30 she blew up. Remainder of watch chasing the Cristobal
Colon to the westward, the Brooklyn and Oregon ahead and closing.
Steam four boilers forced draft. This ship was struck three times; by a
5.5 inch shell through the starboard forward superstructure, exploding
and carrying away part of ash-hoist engine and blowing large hole in
uptake, besides several small holes; one passing through pilot-house, and
the other striking starboard turret. D. Schworm (sea) was knocked
over by the concussion of the twelve-inch gun, and falling down the ammu-
nition-hoist had right leg broken. Ammunition as per list.

MAEK L. BBISTCHL,
Lieutmant, Z7. $. N.

More than this, his account in the log-book of the Texas bears,
at the bottom of the page for that day, the following indorse-
ment of the navigator of the ship:

Examined and found to be correct.

L. 0. HEILNES,
Lieutenant, U. 8* N., Navigator.

It will be observed, therefore, that both these officers, at a
time when their memory was fresh, omitted any mention of the
Brooklyn's turn, or that in turning she passed anywhere near after the engagement.
